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UNIVERSITY OF TORONTO 


FACULTY OF APPLIED SCIENCE AND ENGINEERING 


TORONTO, CANADA Oct. 16th, 1916 


The President, 

University of Toronto. 
Dear Mr. Presidenti- 

In sending in the Estimates for the Depart- 

ment of Applied Chemistry I included the salary of a lecturer 
in Sanitary Chemistry. I was not aware that without a special 
recommendation Mr. Lancaster would not be re-appointed. As Il 
am told that this is the case I beg to recommend the re-appoint- 
ment of Mr. Lancaster to this position. 


Very truly yours, 


Dean 
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FACULTY OF APPLIED SCIENCE AND ENGINEERING 
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University of Toronto LS \ 


TORONTO, CANADA 


FACULTY OF APPLIED SCIENCE AND ENGINEERING June 26th, 1917 


Dear Sir:e- 


A meeting of the Council of the Faculty of Applied 
Science and Engineering will be held on Tuesday, July 3rd, at 8 p. m. 
for the purpose of appointing the Committee of Management of 
the School of Engineering Research. The following names have 
been suggested as members of this committee. If you are 
unable to be present will you kindly inform the Secretary 
before that date whether you approve of these names, or whether 
you have any additions, omissions or substitutions to suggest. 

Yours very truly, 
W. H. Ellis 


Dean 


Proposed Committee of Management 
School of Engineering Research 
Faculty of Applied Science and Engineering 
University of Toronto 
Chairman ~ The Dean of the Faculty 


Members - Prof. Anderson 
Angus 
Arkley 
Bain 
Boswell 
Gillespie 
Guess 
Haultain 
Laing 
McGowan 
Price 
Rosebrugh 
Stewart 
Wright 
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